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PREP PROGRAM 


The Institute's PERSONAL RESOURCE EXPLOITATION PROGRAM (PREP) continues to 
receive an excellent response. PREP enables individuals who are experienced with Hemi- 
Sync to receive private sessions in the TMI laboratory's isolation booth. Each session lasts 
approximately two hours and includes a personal interview, the guided exploration session, a 
debriefing with the monitor, computer reports of the physiological monitoring results, and an 
audiotape of the session. 
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